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Fifty- Fifth Series 
Catalog 

PENCO METAL CEILING 
AND SIDEWALL 

Square sheared — rigid — true 




^Beautiful Interiors 

THERMALIZED 

Protection on the underside 
and where you see it tool 



PENN METAL CO. OF PENNA. 

OREGON AVE. & SWANSON ST. 
PHILADELPHIA, PA. 



FIREPROOF BUILDING 




& STORAGE EQUIPMENT 



Detail showing layout of furring 
and method of applying metal 




OVER FLASTCJT 



P** 
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8c STORAGE EQUIPMENT"?) 



Covering Beams— with Penco patterns 




Cornice -4oes 



Beam Casing- 

-400I «-<*" 



ULETFi 



Detail Show in 
Beam Cove??ezp>. 



CoiTMl 



Beam 

casiNG-J? 

4001 



Detail Show/nct 

Ifto/m Beam Coverep 



FluueR 




(© PENN METAL CO. OF PENNA. PHILADELPHIA @) 

4 



(©"FIREPROOF building 




8c STORAGE EQUIPMENT ®) 






Combination 3001 



c^s^aE - — k— ■» 




Filler 4001— Heavy Stipple. 

Moulded Filler 4050 

Cornice 4065— 9" x 12". . . 



page 30 
page 30 
page 36 
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( ^"FIREPROOF building 




8c STORAGE EQUIPMENT g) 



Combination 3003 




Field 4018— a 24" panel 1" deep page 26 

Moulded Filler 4050—9" to 24" wide page 30 

Cornice 4065—9" x 12" page: 36 
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( ©FIREPROOF BUILDING 




STORAGE EQUIPMENT ©) 



Combination 3004 






== 



mm 



^^^^^^^■^F^ 



m 

m 







Field 4016— a 24" panel page 26 

Moulded Filler 4050—9" to 24" wide page 30 

Cornice 4062—6" x 6" page 36 
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Combination 3006 




Field 4015— a 24" panel 1" deep page 27 

Moulded Filler 4050—9" to 24" wide page 30 

Cornice 4064—8" x 9" page 36 
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FIREPROOF BUILDING 




S TORAGE EQUIPMENT § ) 




Combination 3007 




Field 4014— a 12" plate pa ge 26 

Filler 4002 — line slipple paee 30 

Mould 4052—4" wide pa g e 35 

Cornice 4063- 5 " x 6" p aS r e 36 
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Sc STORAGE EQUIPMENT g ) 



Combination 3008 




Field 4013— a 12" panel page 26 

Moulded Filler 4050—9" to 24" wide .page 30 

Cornice 4064—8" x 9" ,page 36 
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<fe FIREPROOF BUILDING 




&. STORAGE EQUIPMENT j?) 



Combination 3009 




Field 4010— a 6" panel %" deep page 25 

Filler 4002—9" to 24" wide page 30 

Cornice 4062—6" x 6" page 36 
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( § FIREPROOF BUILDING 




&. STORAGE EQUIPMENT ®) 



Combination 3010 




Field 4011— a 12" plate page 26 

Moulded Filler 40S0—9" to 24" wide page 30 

Cornice 4061—3" x 3" page 36 
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(JjTfTreproof building 




&. STORAGE EQUIPMENT^ 



Combination 3011 




Field 4009— a 6" panel X" Jeep page 25 

Moulded Filler 4050—9" to 24" wide page 30 

Cornice 4064—8" x 9" page 36 
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Combination 3012 




Field 4008— a 6" design page 25 

Cornice 4061—3" x 3" page 36 
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&. STORAGE EQUIPMENT g ) 



Combination 3014 




Field 4006 — a 6" design page 25 

Filler 4002—9" to 24" wide page 30 

Cornice— 4063 5" x 6" P a S e 36 
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( g FIREPROOF BUILDING 




&. STORAGE EQUIPMENT © ) 



Combination 3015 




Field 4005— a 6" design. . .. 
Filler 4002— 9" to 24" wide. 

Mould 4051— 2" wide 

Cornice 4060— \]4" x VA" . 



page 25 
page 30 
page 35 
page 36 
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( JP FIREPROOF BUILDING 




& STORAGE EQUIPMENT g ) 



Combination 347 




Field 834— a 12" plate. .. . 
Filler 4001— coarse stipple. 
Cornice 4061— 3" x 3". . . . 



page 26 
page .30 
page 36 
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( jJTFI REPROOF BUILDING 




8c STORAGE EQUIPMENT ©) 



Combination 456 




Panel 90- 24" x 48" 2}4" deep page 28 

Panel 89—24" x 24" iy 2 " deep page 28 

Border 218 — 6" wide. ...... page 35 

Beam Mould 208 page 35 

Cornice 241 page 40 

Mitre Corner Drop Block or Rosette shown {discontinued) 
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( fe- FIRE PRO OF BUILDING 




& STORAGE EQUIPMENT ®) 



Combination 734 




Field 713 — 24" Gothic panel page 27 

Border 708—24" x 24" page 27 

Border 709—24" x 24" page 27 

Center 4 Plates 708—24" x 24" page 27 
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STfTreproof building 
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Combination 755 



MMMMSMmmm&Mmmmmmmmm 




Field 11— a 9" plate page 32 

Cornice 4061— 3" x 3" page 36 

Filler 4002— -- page 30 
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(® FIREPROOF BUILDING 






8c STORAGE EQUIPMENT .®) 



Combination 792 

" ~ ~ :^,:vv ; , . '■■ ■— r-- :' . ■■ ■ ■■ , : j ^^ .-■ Wj . »,u 




Field ;877 — a beaded stipple -page 29 

Cornice 4047—3^" x 3#" page 39 

77nV combination can be used without furring 
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Combination 1009 






iter m 




Field 890— a 24" Colonial panel .page 27 

Filler 4002— fine stipple page 30 

Cornice 4062—6" x6" page 36 
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(© FIREPROOF BUILDING 




4005 



24" x 48" 




4006 



24"x48' 





4009 



2,4." x 48' 



& STORAGE EQUIPME NT^g) 






C1 24"x48" 
Ol 24"x96" 


^B^Xf ^b / 












1 ' ] B 



4008 



24"x48' 




4010 



24"x48" 
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(® FIREPROOF BUILDING 




& STORAGE EQUIPMENT g) 




4011 



24"x48" 




4014 



24"x48" 





4013 



24"x48" 




834 



24"x4S' 




24"x48" 



4016 24"x48 4018 
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( je> FIREPROOF BUILDING 




& STORAGE EQUIPMENT <B) 




708 



24"x24" 





709 



24"x24" 



4015 



24"x48' 



.ydS^y^Sli^ 


2sb& : .^-S 
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710 



24"x24" 



890 



24"x48" 
24"v96" 
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(|B~FI RE PROOF BUILDING 




2'/ 2 " Deep' 



90 



24"x48' 




2«/ 2 " Deep 89 K4"x24" 

(® PENN METAL CO 
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95 



24"x7"x24' 



98 



El— MM — W— — 

1 n 



Size 12" x 12 



99 




Size 12" x 24 
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( jg FIREPROOF BUILDING 




& STORAGE EQUIPMENT ®) 





4" Button Tile 



4003 



24"x48' 




—96" to 120" long 

877 
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(fe FIREPROOF BUILDING 




8c STORAGE EQUIPMENT €>) 




4050 



8'~12-I6i'20'4 24"x48" 




4001 



30"x96" 




4002 



24"x96" 
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:© FIREPROOF BUILDING 
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128 



27"x96" and 120" 




315 

30" x 96' 
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127 

28'x96" and 120" long 







"i - i 



IT" 1 



^T 3 



1 r 



rzrnz 



^P 



rzrzE 



n 



E" 



rzzzc 



T~r r 

24"x96' 



l!/ 2 "x6"Tile 



4019 
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( 5 FIREPROOF BUILDING 





5002 



24"x24" 




712 



24"x24" 




11 



27" x 117" 



8c STORAGE EQUIPMENT g ) 




206~Sheets 24" x 96" or 120" 




24"x48" 
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( jb FIREPROOF BU ILDING 
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711 



48"x48" 
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48"x48". 
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( jp FIREPROOF BUILDING 
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164 



IV2" Nosing 



jjJT^j iijj^JjJiJ'i'j^J^JjJjjijjj'ji^JJj^ j>J4,JJMV 



mm 



4051 



iBraain 

2" Mould. 



-j^jiiwmeisiW^Bw^wwwm 



185 



2" Foot Mould 



536 



-2 W" Foot Mould 



iip'i6^igii»yifr W « £ta^ 



160 3 T / 8 " Foot Mould 







;^^i-i^r^f^nr/:^ps^rrwi^isrr^^ 


BBSS 



189 3%'' Nosing 









158 414" Foot Mould 







4053 



4" Mould 



4052 



4" Mould , 



m 






191 



6" Foot Mould 




715 1" Deep— 4" Wide. 




715 l» Deep— 6" Wide 




218 



Width 6" Depth, VA" 




7U. -Width 12", Depth 3- 



?/ytj! t *f! t *'j$w7 J *!JUj^ 




£&&&&&&^^^ '" 7: ^" ^'''\V 



208 width 12", Depth,3H". 
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4060 



i l A"x.iyi" 



[I I I 



ECS 



%9mmw*MWfWfwwiw9wi 



BBamasaMsm 



4061 



3"x3" 




4062 



6"x6" 




4063 



5" x 6' 



as 



— - ■-■ 
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4064 



8"x9" 



II nf 




4065 



9"xl2" 
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(® FIREPROOF BUTLDING 




&. STORAGE EQUIPMENT <&) 



Cornice Mitres 



Out-Mitres 



In-Mitres 






4061 4061 

50c eacli 




4062 
60c each 




4064 95c each 




4063 60c each 4063 



Stamped mitres 
should always 
be used where 
fine work is de- 
sired. They save 
time and pro- 
vide uniformity 
eliminatingpos- 
sibility of open 
joints at 
corners 



4062 

60c each 




4064 95 c each 




4065 



95c each 



4065 
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( § FIREPROOF BUILDING 




&. STORAGE EQUIPMENT §) 




150 



20'/ 2 "x90" 



!SiSl3l3l3lSla»SMi 



S==^ 



5006 



6"x96" 




881 



6"x96" 




5007 



ll'/ 2 "x96" 



(® PENN METAL. CO. OF PENNA.— PHILADELPHIA §) 



38 



( j» FIREPROOF BUILDING 




& STORAGE EQUIPMENT g ) 



-i f 4046— Projection 2#" Drop 2}4" 38.75 

. I 4047— Projection W Drop 3}4" $9.50 

Sizes (4048— Projection 4K" Drop 4#" 310.00 




856 



Projection i" Drop 3^" 



^ r /MJm4%^M£4%^M Wt/M h 



ESiB ^^^ig«^i*^^^ J< ,■^;;- , ■'^^ ^ , ^' 



W M « 



. f 1 -_L 1 r — u ; - 1 ». — 1 1 ~l t*i JU\-0 » — O 



£3B 






235 



Projection, 3". Drop, g x /i". 



« m. m 



— V T* •■■» U IW W—^JI 



■'•" ' ■■•"■ 
ft* ftW 



"^Jj-TZJjTZ^rrJj t i j , • J J , ' J J f J 

' ^MMPIWaw ^mmmmmmtm ^^ummmtmA i m i m J ., jji*jr*«i» "**■" ' - *"*ff-ra«^PWiJ ■ 
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854 



Projection 5" 



ITT 



Drop 12" 



4045 



8" and 10" Baseboard 
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Rococo Cove. Projection, 13". Drop, 14". Girth, 20^", without 
moulds. 

241 




Projection, 11" Drop, 14" Girth, 20T4" 

717 
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Stamped Brick Sidings 

For Exterior Use. 



Furnished in Painted or Galvanized Steel. 




5008 



Plain Pressed Brick 

tt'-* ifet^^STB^iif^ fc^^ATrA iiuui^jift* nra*^*! 




30"x96 




i*3 






F3S 



ESfttfi 
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Rock Faced Brick 



5009 



2'6"x96" 




5010 



28"x96" 
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Wainscot Combinations 







882 
Wainscot 38K" High 

member* 

536 Rail 

5006 Dado 

315 Wainscot 



~-\ f w ->i * «t «t w* f*t tm? ^w f « *n 'H f n : 



813 
Wainscot 44" high 

members 

185 Rail 

99 Dado 

98 Wainscot 

4045 Base 

Special 




HHM 



I 
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8c STORAGE EQUIPMENT g ) 



Why are 
PENCO 

Metal Ceilings 
superior 
to plastered 
ceilings? 

1. One fourth of the weight. 

2. Sanitary. 

3. Easily erected. 

4. Can be applied over old 
plaster. 

5. No dirt, no muss. 

6. Will not crack or fall. 

7. Easily decorated. 

8. Prevent the spread of 
fire. 

9. Easily washed and 
cleaned. 

10. Decoration can be 
changed at anytime. 

11. Permanent. 

12. Pleasing in appearance. 

13. 500 different combina- 
tions of designs. 

14. Thousands of satisfied 
customers all over the 
country. 

15. Pioneers in the metal 
ceiling industry. 

16. Expert workmanship 
and materials. 



Fear Injured Boy Has a Frac- 
tured Skull; Boys Prevent 
a Panic in Armory 

A large piece of ceiling, fall- 
ing on dancers at the Medford 
high school junior prom last 
night at the armory, sent one 
youth to the hospital with seri- 
ous head injuries and caused a 
near panic, it was revealed to- 
day. 

The injured boy is Allen Cole- 
man Griffin, high school pupil 
and radio Ringer. He has a se- 
vere gash in his head and a pos- 

ble fracture of the skull. 




FIRE AT 9TH AND RACE 

Traffic Delayed When Blare Dam- 
ages Floors Above Restaurant 
A 4-story brick building at 204 N. 
9th St., was damaged by fire shortly 
after 9 A. M. today. 

The blaze started above the ceil- 
ing of a restaurant on the first and 
spread through partitions to the up- 
per floors. The restaurant, due 
to a metal ceiling, was not damaged. 
Traffic on 9th st. was tied up half 
an hour, being rerouted over Baee 
st. Harry Kaplan, owner of the 
restaurant, used the upper floors for 
storage but his loss was slight. 



AT THE FIRST SIGN 
OF CRACKS IN A PLAS- 
TERED CEILING — 
DON'T WAIT FOR IT 
TO FALL . . . 
COVER ENTIRE AREA 
WITH PENCO METAL 
CEILING RIGHT OVER 
THE OLD PLASTER. 

NO DUST 
NO DIRT 
NO DELAY 

EASY TO ERECT 500 
DIFFERENT DESIGN 
COMBINATIONS. ANY 
COLOR DESIRED. FIRE 
PREVENTIVE LOW 
COST PERMANENT. 
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(® FIREPROOF BUILDING 




& STORAGE EQUIPMENT g) 




Before installation of Penco Thermalized Metal Ceil- 
ing at plant of Regar Hosiery Mill, Norristown, Pa. 




The same floor as shown Penco Ceiling adds attrac- 

tiveness and insures cleanliness— it cannot harbor dust. 
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( § FIREPROOF BUILDING 
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In Schools 




Flat Panels — for maximum light reflection 




Flat Panels in class room 
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In Churches 













Large Deep Plates to relieve high studding 




Flat plates to relieve low studding 
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In Stores 




Panelling with Beams 







j^ 



Large Panels and Heavily Ornamented Beams. 
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( fe FIREPROOF BUILDING 
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In Theatres 




A fine example of Penco Ceiling and Sidewall where used 
for remodeling 







This is an exclusive design— created by our own designers 
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In the Office and Cafe 




Plain Stipple and Beam Cover — neat and attractive 




A modern office — using Stipple Ceiling with Beaded Sidewall 
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Part of the Proof 



BANKS— CLUBS— HALLS 
Elks' Quarters, Framingham, Alass. 
Odd Fellows Bldg., East Hartford, Conn. 
City of Boston, Veteran's Hall, Roxbury, Mass. 
Whitman Savings Bank Bldg., Whitman, Mass. 
Brookline Country Club, Brookline, Mass. 
Town of Marlboro, N. H., (Town Hall) 

(Odd Fellows' Hall) 
Wamsutta Club, New Bedford, Mass. 
Masonic Club, Jersey City, N. J. 
K. of C. Bldg., Passaic, N. J. 
First National Bank, Silver City, Pa. 
First National Bank, Bridgeville, Del. 
First National Bank, Parksley, Va. 
First National Bank, Chincoteague, Va. 
First National Bank, Onancock, Va. 
First National Bank, West Point, Va. 
First National Bank, Crlstfield, Md. 
First National Bank, Pacomoke City, Md. 
First National Bank, Selbyville, Del. 
First National Bank, Lansdale, Pa. 
First National Bank, Blackwood, N. J. 
First National Bank, Capeville, Va. 
First National Bank, Scrow Hill, Md. 
Freehold Trust Co., Freehold, N. J. 
Accomak Lodge No. 243 F.&A.M. Chincoteague,Va. 
Columbian Club, Freehold, N. J. 

Freehold Lodge No. 1454 B.P.O.E. Freehold, N.J. 

E. Pensanken Volunteer Fire Ass., E. Pensanken,NJ. 

Convention Hall, Camden, N. J. 

National Soldiers' Home, Old Point Comfort, Va. 

Masonic Temple Bldg., Ashland, Pa. 

Masonic Temple Bldg., Mt. Carmel, Pa. 

Masonic Temple Bldg., Barnegat, Del. 

Masonic Temple Bldg., Chincoteague, Va. 

Masonic Temple Bldg., Tuckerton, N. J 

Masonic Temple Bldg., Erie, Pa. 

Red Men's Hall, Ocean City, N. J. 

Knights of Golden Eagle, Stroudsburg, Pa. 

Millville Aerie 1836 Bldg., F.O.E., Millville, Pa. 

Knights of Pythias Oriental Chapter, Phila., Pa. 

Knight of Columbus, West Chester, Pa. 

Knight of Columbus, Freehold, N. J. 

Elks' Home, West Chester, Pa. 

Elks' Home, Freehold, N. J. 

Elks' Home, Mt. Holly, N. J. 

Union Savings Bank, Harrisburg, Pa. 

SCHOOLS 
School and Library, Burlington, Alass. 
R. I. State College, Kingston, R. I. 
Town Hall and Grammar School, Topsfield, Mass. 
Grammar School, East Granby, Conn. 
High School and Centre School, Med way, Mass. 
Highland School, Reading, Mass. 
St, James Parochial School, Woodbridge, N. J. 
St. Peters Parochial School, Belleville, N. J. 
St. Peters Convent, Belleville, N. J. 
Most Holy Rosary School, Perth Amboy, N. J. 



Public School (4), Asbury Park, N. J. 

Public School, Bradley Beach, N. J. 

Public School, Belmar, N. J. 

Public School, Long Branch, N. J. 

Public School, Freehold, N. J. 

Public School, Mt. Holly, N. J. 

Public School, Camden, N, J. 

Public School, Westville, N. J. 

Public School, about 25 in Phila, Pa. 

Public School, Norristown, Pa. 

Public School, Maryd, Pa. 

Public School, Tuscarora, Pa. 

Public School, Shoantown, Pa. 

Public School (2), Forestville, Pa. 

Public- School (2), Mahanoy City, Pa. 

Public School, Dowingtown, Pa. 

Public School, New Philadelphia, Pa. 

Public School, Florence, N. J. 

Public School, Riverside, N. J. 

Public School, Glenside, Pa. 

Public School, Andalusia, Pa. 

Public School, Mt. Carmel, Pa. 

Public School, Bryn Mawr College, Pa. 

Parish Hall, Church of Im. Conception, Gtn., Pa. 

Immaculate Conception Parochial School, Phila, Pa. 

Holy Cross Hall, Baltimore, Md. 

St. [oseph's Academy, Phila, Pa. 

St. Elizabeth's School, Phila., Pa. 

St. Bonifacius School, Phila., Pa. 

Sacred Heart Parochial School, Phila., Pa. 

St. Stanislaus Parochial School, Phila., Pa. 

St. Mary's College, Northeast, Pa. 

St. Boniface School, Paterson, N. J. 

St. Mary's College, Belmont, N. C. 

St. Francis College, Lo'retto, Pa. 

Academy of Sacred Heart, Philadelphia, Pa. 

St. Philips School, Phila.* Pa. 

STORES AND OFFICES 

Martha's Vineyard & Nantucket Steamship Co. 
offices, New Bedford Wharf, New Bedford, Mass. 
Samuel Ward Co., Stationers, Boston, Mass. 
Henry L. Kincaidc Co. (Furniture), Quincy, Mass. 
Commercial Building, Hartford, Conn. 
Shepard Stores, Providence, R. I. 
C. Crawford Hollidge, Temple PI., Boston, Mass. 
Parker-Holmes Co., Boston, Mass. 
American Express Co. offices, Boston, Mass. 
Medford Mercury Bldg. (Newspaper) ,Medford,Mass. 
Morris HandlerStore, 248 Union St. ,N.Bedford,Mass. 
Batchelder & Snyder, Blackstone St., Boston, Mass. 
Timothy Smith Co., Dept. Store, Boston, Mass. 
Willys-Knight salesroom, West Somerville, Mass. 
F. W. Woolworth Co.'s Store, Woburn, Mass. 
John Cashman Corp., Haverhill, Mass. 
Chickering & Sons Piano Co., Boston, Mass. 
Woolworth Store, Saranac Lake, N. Y. 
Woolworth Store, Hudson, N. Y. 
Nevins Store, Somerville, N. J. 
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STORES AND OFFICES— continued 
McGregors Dept. Store, Newark, N. J. 
Kresge Store, Jersey City, N. J. 
Gessler Stores, Clifton, N. J. 
James Davis & Son Store, Jersey City, N. J. 
A. H. Herlman Co. (Furniture), Williamsport, Pa, 
Herbet "Millinery", Reading,. Pa. 
Victor Green, Tamagua, Pa. 
Fair Building, Hazleton, Pa. 
Wm. H- Taylor & Co., Inc., Allentown, Pa. 
Hess Bros., Inc., Allentown, Pa. 
William Laubach & Sons, Inc., Easton, Pa. 
Maurice E. Bruss, Harrisburg, Pa. 
Russ Bros., Harrisburg, Pa. 
W. H, Mortimer, Pottsville, Pa. 
Levy Bros., Freehold, N. J. 
Riley Bros., Bethlehem, Pa. 
Koshland I. M., Inc., Chester, Pa. 
Lippincott Co., Wilmington, Del. 
George Brainstem, Wilmington, Del. 
Lloyd & Blaine, Pocomoke City, Md. 
F. W. Woolworth Co., New York City 

Washington, D. C. 
Lancaster, Pa. 
Wildwood, N. J. 
F. W. Woolworth Co., 10 stores in Philadelphia, Pa. 
F. W. Woolworth Co., Atlantic City, N. J. 

W. Woolworth Co., Pottsville, Pa. 

S. Kresge Co., Phila., Pa. 

S. Kresge Co., Wilmington, Del. 

S. Kresge Co., Trenton, N. J. 

S. Kresge Co., Reading, Pa. 
W. T. Grant, Phila., Pa. 
W. T. Grant, Altoona, Pa. 



F. W. Woolworth Co. 
F. W. Woolworth Co. 
F. W. Woolworth Co. 



HOTELS 
Hotel Woodbridge, West Somerville, Mass. 
Mount Pleasant House, Bretton Woods, N. H. 
Pemberton Inn, Pemberton, Mass. 
Metropolitan Hotel, Asbury Park, N. J. 
Ansonia Hotel, Asbury Park, N. J. 
Montauk Hotel, Asbury Park, N. J. 
Coleman House, Asbury Park, N. J. 

THEATRES 
Mystic Theatre, Maiden, Mass. 
Wakefield Theatre, Wakefield, Mass. 
Williamstown Moving Pict. Th., Williamstown, Pa. 
Strand Theatre, Ocean City, N. J. 
Park Theatre, Ocean City, N. J. 
Auditorium Theatre, Ocean City, N. J. 
Lonsdale Theatre, Lonsdale, Pa. 
Camden Theatre, Camden, N. J. 
Spring City Theatre, Spring City, Pa. 
Seaford Theatre, Seaford, Del. 
Harrington Theatre, Harrington, Del. 
Young's Million Dollar Pier, Atlantic City, N. J. 
Tilyou's Steel Pier, Atlantic City, N. ]. 
Park Theatre. Asbury Park, N. J. 



Regent Theatre, Wildwood, N. J. 
Casino Theatre, Wildwood, N. J. 

HOSPITALS 
St. Joseph Hospital, Phila., Pa. 
St. Joseph Hospital, Yonkers, N. Y. 
Carney Hospital, South Boston, Mass. 
St. Vincent's Orphan Home, Boston, Mass. 
N. J. Zinc Co., Hospital, Franklin Furnace, N. J. 
St. Francis Hospital, Jersey City, N. J. 

MANUFACTURING PLANTS 
Dill & Collins, Phila., Pa. 
E. F. Houghton, Phila., Pa. 
Curtis Publishing Co., Phila., Pa. 
Lang Paper Co., Phila., Pa. 
South-Drum Co., Phila., Pa. 
Continental Fiber Co., Newark, Del. 

C. H. Reynolds Leather Co., Camden, N. J. 
Bernheim & Sons "Show Features", Phila., Pa. 

D. Becker & Sons "Furniture", Phila., Pa. 
Ruby Kid Bldg. "Leather", Camden, N. J. 
Castle Kid Bldg "Leather", Camden, N. J. 
Baldwin Locomotive Works, Phila., Pa. 

U. G. I. Co., Phila., Pa. 

N. F. Shaw Co., Wilmington, Del. 

Wm. R. Grundy "Leather", Bristol, Pa. 

PUBLIC BUILDINGS 
City Hall, Camden, N. J. 
City Hall, Norristown, N. J. 

Boston Fire Dept., Boston, Mass., Eng. House No. 1 
Fire Sts. C and F, Town of Brookline, Mass. 
Fire House No. 4, Mt. Holly, N. J. 
Fire House No. 3, Burlington, N. J. 
Columbia Hook and Ladder Co., Shenandoah, Pa. 
Audubon Fire Co. No. 1, Audubon, N. J. 
Ocean Grove Fire Co., Ocean Grove, N. J. 
Media Hook and Ladder Co., Media, Pa. 
Delmar Fire Co., Delmar, Del. 
Norristown Fire Co., P. O. Bldg., Norristown, Pa. 
Mt. Holly Fire House, Mt. Holly, N. J. 
Fire House (S or 6), Phila., Pa. 
Wildwood Fire House, Wildwood, N. J. 
West Gro^e Fire House, West Grove, Pa. 

CHURCHES 
Italian Roman Catholic Ch. (1), Wakefield, Mass. 
Universalist Ch. & Congregational (2), Essex, Mass. 
Edgartown Methodist Ch. (3), Edgartown, Mass. 
Methodist Episcopal Ch. (+), E. Hampton, Conn. 
Congregational Church, Petersham, Mass. 
Congregational Church, Eliot, Alaine 
First Presbyterian Church, New York City 
First Presbyterian Church, White Plains, N. Y. 
Holy Trinity Church, Passaic, N. J. 
Dutch Reformed Church, Annandale, N. J. 
Dutch Reformed Church, Hawthorne, N. J. 
Lady of The Lake Church, Verona, N. J. 
Immanuel German Lutheran Church, Phila., Pa. 



No matter what the size or style, or type of building a 
Penco Ceiling can be designed to beautify it 



<© PENN METAL CO. OF PENNA. PHILADELPHIA ^ ) 

51 



( te FIREPROOF BUILDING 




STORAGE EQUIPMENT <£>) 



Part of the Proof 



CHURCHES— continued 

Lutheran Church, Belleville, Pa. 
St. John's Lutheran Church, Tamaqua, Pa. 
Lutheran Church, Pottsville, Pa. 
Lutheran Church, Schuylkill Haven, Pa. 
First Lutheran Church, Chambersburg, Pa. 
St. Mark's Lutheran Church, Spring Mills, Pa. 
St. John's Evangelical Lutheran Ch., Tremont, Pa. 
Salem Evangelical Lutheran Ch., Aaronsburg, Pa. 
German Evang. Lutheran Ch., Mahanoy City, Pa. 
St. James Lutheran Church, Chalfont, Pa. 
St John's Lutheran Church, Snydertown, Pa. 
St. Martin's Evang. Luth. Ch., Schenectady, N. Y. 
Trinity Lutheran Church, Golden, 111. 
Lutheran Church, Kings Mountain, N. C. 
German Evang. Lutheran Church, Houston, Texas 
Swedish Evang. Luth. Church, Brantford, Kans. 
St. John's Evang. Luth. Church, Shenandoah, Pa. 
Zion Lutheran Church, Ashland, Pa. 
Lutheran Church, Athens, N. Y. 
First Congregational Church, Searsport, Me. 
First Congregational Church, Hartland, Vt. 
First Congregational Church, Derby, Vt. 
Congregational Church, West Charlestown, Vt. 
Congregational Church, Cranston, R. I. 
Congregational Church, Coventry, Conn. 
First Baptist Church, Matthews Court House, Va. 
First Baptist Church, Montandon, Pa. 
First Baptist Church, Bristol, Pa. 
Baptist Church, New Church, Va. 
First Baptist Church, Danville, Pa. 
First Baptist Church, Parkersford, Pa. 
Baptist Church, Edison, Pa. 
Calvary Baptist Church, Shenandoah, Pa. 
First Baptist Church, Newfane, N. Y. 
Baptist Church, Despatch, N. Y. 
First Baptist Church, Lancaster, N. Y. 
Memorial Baptist Church, Belmar, N. J. 
Port Norris Baptist Church, Port Morris, N. J. 
Dividing Creek Baptist Ch., Dividing Creek, N. J. 
Cedarville Baptist Church, Cedarville, N. J. 
Upper Freehold Baptist Ch., Imlaystown, N. J. 
Memorial Baptist Church, Salem N. J. 
Free Will Baptist Church, Dixfield Me. 
Baptist Church, Yazoo City, Miss- 
Baptist Church, Salem, Va. 
Oak Grove Baptist Church, Manchester, Va. 
Baptist Church, Hudgins, Va. 
Mappsville Baptist Church, Mappsville, Va. 
Union Baptist Ch., Chincoteague Island, Va. 
Free Will Baptist Ch., Franklin Falls, N. H. 
Winsted Baptist Church, Winsted, Conn. 
First Baptist Church, Clarksville, Texas. 
Baptist Church, South Colton, N. Y. 
Montgomery Baptist Church, Colmar, Pa. 
Trinity Baptist Church, Camden, N. J. 
First Baptist Church, Easton, Md. 
Delaware Run St.Luke's Union Ch.,Watsontown, Pa 
Paradise Church, Milton, Pa. 
United Evangelical Church, Lopez, Pa. 



Mt.Zion Luth. and Reformed Ch., Martin's Creek, Pa. 

White Clay Creek Church, Newark, Del. 

People of Truth, Trenton, N. J. 

Beulah Church, Laban, Va. 

Swedish Assembly of Brethren, Phila., Pa. 

Fifth Moravian Church, Phila., Pa. 

Temple Beth Hashalon Cong., Williamsport, Pa. 

Himels Lutheran and Reformed Church, Rebuck, Pa. 

Unitarian Church, Augusta, Maine. 

First Universalist Church, Bridgewater, N. Y. 

St. John's Church, Valatie, N. Y. 

Green Spring Church, Gainsboro, Va. 

St. Thomas' Church, Voluntown, Conn, 

St. James' Church, Hanesville, Md. 

Second Cape May Church, Palermo, N. J. 

South Jersey Institute Chapel, Bridgeton, N. J. 

Bethany Evangelical Church, Norristown, Pa. 

Orwin Union Church, Orwin, Pa. 

Ahavas Achin Synagogue, New Brunswick, N. J. 

Christ's Memorial Reformed Ch., W. Hazelton, Pa. 

St. John's Reformed Church, Phila., Pa. 

Trinity Reformed Church, Turbetville, Pa. 

Reformed Church, Churchville, Pa. 

Pennsburg Reformed Church, Pennsburg, Pa. 

E. Millstone Reformed Ch., East Millstone, N. J. 

Spotswood Reformed Church, Spotswood, N. J. 

Reformed Church, Annandale, N. J. 

Neshanic Reformed Church, Neshanic, N. J. 

First Reformed Church, Bradvelt, N. J. 

Middlebush Reformed Ch., Middlebush, N. J. 

Reformed Church, West Copake, N. Y. 

Reformed Church, Philmont, N. Y. 

Dutch Reformed Church, Athens, N. Y. 

Brunswlch Reformed Church, Brunswick, Md. 

St. John's Reformed Ch., Sinking Springs, Pa. 

St. Luke's Reformed Church, Lock Haven, Pa. 

Church of St. Mary Magdalen, Millville, N. J. 

St. Peter's Church, Pleasantville, N. J. 

Sacred Heart Church, Vineland, N. J. 

Church of the Holy Spirit, Atlantic City, N. J. 

St. Nicholas R. C. Church, Egg Harbor City, N.J. 

St, Francis' Church, Trenton, N. J. 

St. Mary's Church, Franklin, Mass. 

St. Patrick's Church, Lowell, Mass. 

St. Patrick's Church, Brockton, Mass. 

Sacred Heart Church, Holyoke, Mass. 

Church of the Sacred Heart, Savannah, Ga. 

St. Thomas' Church, Voluntown, Conn. 

Church of the Sacred Heart, Wauregan, Conn. 

St. Peter and St. Paul Church, Institute, Wis. 

St. Mary's Star of the Sea, Key West, Fla. 

Church of the Sacred Heart, Wilmington, Del. 

St. Francis Church, Towson, Aid. 

St. Francis Church, Ashton, Neb. 

St. Ceciiia's Church, Hastings, Neb. 

Church of the Immaculate Conception, Ithaca, N.Y. 

St. Bernard's Church, Scipio, N. Y. 

St. Mary's Church, Troy, N. Y. 

St. Peter's Church, New Brighton, S. I., N. Y. 

Church of the Sacred Heart, Cohoes, N. Y, 
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SISTERS OF MERCY ACADEMY, MERION, PENNA. 

80,000 square feet of Penco metal ceiling and sidewall materials, 
erected and decorated by us in this Academy in 1933 
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Illustrations show interior of rooms in Sisters of Mercy Academy, 
Merion, Pcnna. 
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INDEX, CODE AND PRICE LIST 



Pattern No. 


Page 


Code 


11 


32 


Abide 


51 


25 


Abel 


59 


29 


Abut 


89 


28 


Ace 


90 


28 


Acid 


95 


28 


Acute 


98 


28 


Adage 


99 


28 


Adopt 


127 


31 


Dew 


128 


31 


Duece 


150 


38 


Dip 


158 


35 


Dash 


160 


35 


Date 


164 


35 


Deck 


185 


35 


Dolt 


189 


35 


Double 


191 


35 


Ducal 


206 


32 


Enter 


208 


35 


Encamp 


218 


35 


Elf 


235 


39 


Essay 


•' 241 


40 


Exact 


315 


31 


Gela 


536 


35 


Loft 


699 


32 


Odor 


708 


27 


Pamper 


709 


27 


Panic 


710 


27 


Pantry 


711 


33 


Pend 


712 


32 


Pearl 


713 


27 


Pebble 


714 


35 


Pedant 


715 


35 


Peeper 


716 


35 


Pennon 


717 


40 


People 


307 


34 


Strip 


834 


26 


Site 


854 


39 


Suborn 


856 


39 


Subtile 


877 


29 


Soup 


881 


38 


Sasa 


890 


27 


Suza 


4001 


30 


Bace 


4002 


30 


Badi 


4003 


29 


Bael 


4005 


25 


Bahu 


4006 


25 


Bebo 


4008 


25 


Beda 


4009 


25 


Beek 


4010 


25 


Bega 


4011 


26 


Behn 


4013 


26 


Bemv 


4014 


26 


Biat 


4015 


27 


Bika 


4016 


26 


Bile 


4018 


26 


Bimp 


4019 


30 


Binn 


4045 


39 


Carp 


4046 


39 


Caba 


4047 


39 


Cace 


4048 


39 


Cado 


4050 


30 


Cafe 


4051 


35 


Cage 


4052 


35 


Caho 


4053 


35 


Cait 


4060 


36 


Cebu 


4061 


36 


Cefo 


4062 


36 


Ceil 


4063 


36 


Cion 


4064 


36 


Cipo 


4065 


36 


Coal 


5000 


32 


Cobo 


5002 


32 


Coca 


5006 


38 


Cogs 


5007 


38 


Coho 


5008 


41 


Caso 


5009 


41 


Cisp 


5010 


41 


Camp 



Express at once Talc 

Freight at once Tepo 

Boat at once Tevu 

Wire at once. Timo 

Can you ship Toza 

Wire at once your lowest 



Price 
$9.25 per 100 sq. ft. 
10.00 per 100 sq. ft. 
10.00 per 100 sq. ft. 
13.25 per 100 sq. ft. 
13.00 per 100 sq. ft. 

2.00 each 
13.25 per 100 sq. ft. 
14.00 per 100 sq. ft. 
10.50 per 100 sq. ft. 
10.50 per 100 sq. ft. 
22.50 per 100 lin. ft. 

9.50 per 100 lin. ft. 

7.50 per 100 lin, ft. 

6.00 per 100 lin. ft. 

6.50 per 100 lin. ft. 

9.50 per 100 lin. ft. 
11.50 per 100 lin ft. 
10.00 per 100 sq. ft. 
19.00 per 100 lin. ft. 
10.50 per 100 lin. ft. 
14.75 per 100 lin. ft. 
28.00 per 100 lin. ft. 
11.00 per 100 sq: it. 

7.50 per 100 lin. ft. 
10.00 per 100 sq. ft, 
11.75 per 100 sq. ft. 
11.75 per 100 sq. ft. 
11.75 per 100 sq. ft. 
10.00 each 

7.00 each 

10.00 per 100 sq. ft. 

15.75 per 100 lin. ft. 

11.00 per 100 lin. ft. 

9.50 per 100 lin. ft. 

28.00 per 100 lin. ft. 

12.50 each 

10.00 per 100 sq. ft. 

17.25 per 100 sq. ft. 

9.00 per 100 lin. ft. 

10.00 per 100 sq. ft. 

10.50 per 100 lin. ft. 

10.00 oer 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

11.00 per 100 sq. ft. 

10.00 per 100 sq. ft. 

10.50 per 100 sq. ft. 

10.00 per 100 sq. ft. 

19.50 per 100 sq. ft. 
8.75 per 100 lin. ft. 
9.50 per 100 lin. ft. 

10.00 per 100 lin. ft. 

10.50 per 100 sq. ft. 
6.50 per 100 lin. ft. 
9.50 per 100 lin. ft. 
9.50 per 100 lin. ft. 
7.00 per 100 lin. ft. 
8.75 per 100 lin. It. 

14.00 per 100 lin. ft. 

14.00 per 100 lin. ft. 

20.00 per 100 lin. ft. 

24.75 per 100 lin. ft. 
3.00 each 
3.00 each 

10.50 per 100 lin. ft. 

14.00 per 100 lin. ft. 

10.00 per 100 sq. ft. 

11.00 per 100 sq. ft. 
11,00 per 100 sq. ft. 



Description 
9" ceiling pattern. 
5^4 ceiling pattern. 
4" ceiling and wall pattern. 
24" x 24" ceiling plate. 
24" x 48" ceiling plate. 
24" x 7 "-centerpiece used for ceiling. 
24" x 12" ceiling and wall plate. 
12" x 12" ceiling and wall plate. 
Side wall pattern. 
Side wall pattern. 
Cornice or Frieze. 
Wall Mould. 
Ceiling or wall mould. 
Ceiling or wall mould. 
Ceiling or wall mould. 
Ceiling or wall mould. 
Wall mould. 

3" ribbed ceiling pattern. 
Ceiling mould. 
Ceiling mould. 

Cornice and frieze combination. 
Cornice. 

Sidewall pattern. 
Wall mould. 
Sidewall pattern. 

24" x 24" for border or cover piece. 
24" x 24" for Border. 
24" x 24" for Border. 
Ceiling centerpiece. 
Ventilated centerpiece. 
24" x 24" ceiling plate. 
Ceiling mould. 
Mould or frieze. 
Ceiling or wall mould. 
Cornice. 

Ceiling centerpiece. 
12" pattern ceiling plate. 
Cornice and frieze combination. 
Ceiling cornice. 
6" ribbed for ceiling and wall. 
Ceiling mould. 
24." x 24" ceiling plate. 
Large stipple filler. 
Small stipple filler. 
3" pattern for ceiling. 
6" pattern fpr ceiling or wall. 
6" pattern for ceiling or wall. 
6" pattern for ceiling. 
6" pattern for ceiling. 
6" pattern for ceiling. 
12" pattern for ceiling. 
12" pattern for ceiling. 
12" pattern ceiling plate. 
24" x 24" ceiling plate. 
24" x 24" ceiling plate. 
24" x 24" ceiling plate. 
Sidewall pattern. 
Sidewall base. 
Ceiling cornice. 
Ceiling cornice. 
Ceiling cornice. 
Moulded filler. 
Ceiling mould. 
Ceiling mould. 
Ceiling mould. 
Ceiling cornice. 
Ceiling cornice. 
Ceiling cornice. 
Ceiling cornice. 
Ceiling cornice. 
Ceiling cornice. 
Ceiling centerpiece. 
Ceiling centerpiece. 
Ceiling mould. 
Wall frieze. 
Wall pattern. 
Wall pattern. 
Wall pattern. 



TELEGRAPH CODE 

price and quickest de- 
livery on Vadex 

Ent er our order at price and 
delivery as quoted. Vareo 

Charge to us and ship to 

Verat 



Ship as soon as possible. 

Vojep 
Wire at once when you will 

ship our order Vivas 

Start urgent tracer after 

your shipment of. . .Vokol 
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